
DEVALL PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 

LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


08/31/2011 


Megan Mahoney 

Assistant District Attorney, Plymouth County 
Dear ADA Mahoney, 

Enclosed is the information you requested in regards to Commonwealth Included 

are copies of the following: 

1. Curriculum Vitae for Annie Dookhan and Lisa Glazer. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 


Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Lisa Glazer was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I, II . Massachusetts Department of Public Health, Drag Analysis Laboratory 

^Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

•Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

•Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

•Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

•Maintenance and repairs of all analytical instruments. 

•Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 

* Oversee the Quality Control/Quality Assurance program for the Drug Lab. 

•Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols. 

•Notary Public. 

•Qualified as ail expert witness in Massachusetts Courts and U.S. District Court 
2001 - 2003 

OC Analyst h II . UMMS-Massachusetts Biologic Laboratory, QC Material Control 

*Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

•Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

* Writing, revising and reviewing Standard Operating Procedures (SOPs). 

•Trained and supervised new chemists and interns for the department. 

*Routine QC testing of products for the FDA. 

*Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

•Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

•Complete testing of chemicals for Vendor Validation Project for the FDA. 

•Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP training with Massachusetts Biologic Laboratory, 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

FTIR training with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 



Curriculum Vitae 


Lisa A. Glazer 
Education 


Bachelor of Science Degree, CHEMISTRY January 2006 
UNIVERSITY OF NEW HAVEN 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 

Bachelor of Science Degree, FORENSIC SCIENCE January 2006 
UNIVERSITY OF NEW HAVEN . 

Coursework included: Organic Chemistry, Quantitative Analysis, Instrumental 
Analysis, Physical Chemistry, Physics, Calculus, Biology, Criminal Justice and 
Forensic Science courses 

Employment • . . 

Chemist I, II State Laboratory Institute ' (May 2007-Present) 

Massachusetts Department of Public Health 
Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2007. 

Laboratory Technician 1 (August 2006 - May 2007) 

University of Connecticut Chemistry Department - Storrs, CT 

> Prepared unknowns, chemical reagents and supplies for undergraduate 
chemistry courses 

> Set-up experiment demonstrations 

> Properly disposed of hazardous waste from the experiments 

> Made sure labs were being conducted safely 

> Kept track of student laboratory paperwork, inventoried glassware and 
chemicals and helped clean glassware 

Intern (September 2005 - November 2005) 

CONNECTICUT STATE POLICE FORENSIC LABORATORY - Meriden, CT 

> Worked on a Pyrolysis Gas Chromatography project 

> Observed in the GSR testing, Forensic Biology, DNA, Questioned 
Documents, Black and White Photo, Latent Prints, Firearms, Trace Evidence 
and Color Photo Units 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: Whitman 
Name and Rank of Submitting Officer: 
Defendant(s) Name (last, first, initial): 


_Police Reference No.: 

Sgt. Timothy Hanlon 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


Two bags of brown powder in plastic corner 
baggies Heroin 11-44-PR 

Two bags of brown powder in plastic corner 
baggies Heroin 11-94-PR 














PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: 


Whitman 


Police Reference No.: 



Name and Rank of Submitting Officer: Pet. Sgt. Timothy Hanlon 


Defendants) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


Two clear plastic corner bags of brown 
powder (Heroin) . 11-215-PR 

j e?§t) 


Brown granular substance (Heroin (. 11-216-fIr 

! &37i 

% 

Fifteen orange hexagonal pills "N2_" 
Suboxone in metal container. 11-220-PR/ 

.. ._ _ _ . m. 

- t-r 

| /(?. 9/ d 

k- 

Fifty-Nine white oval pills "657" (Bu Spar) 
in Rx bottle. 11-221-PR n , 

1 YC^ ! 

M 

! /9.19 


One yellow cylindrical pill "Alza 18" 
(Concerta) in Rx bottle. 11-222-PR 

\/4dV (XL 

Four white round pills with butterfly logo j 
in plastic bag. 11-228-PR j 

1 

0 

y.yc r/L- 



Received by: 



Date: (a * 1 (/ 
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Date Analyzed:/j \f ^ | 


City: Whitman Police Dept. 

Officer: Detective Sergeant TIMOTHY HANLON 
Def: 

Amount: Subst: SU8 

No. Cont: 2 Cont: pb 

Date Rec'd: 01/31/2011 No. Analyzed: ' 


Wt 


3 98 


\A/oinhf’ * \^T 


Prelim: v-VHAocn 


Findings: 


# Tests: 



No 
City 
Officer 
Def 
Amount 
No. Cont 
Date Rec'd 
Gross Wt. 


Date Analyzed:^ 

Whitman Police Depjt. 

Detective Sergeant TIMOTHY HANLON 



II 


2 Cont: pb 
01/31/2011 
3.39 


Subst: SUB 

No. Analyzed: I 
Net Weight: O ^ 
# Tests: 


Prelim: Wvo ^ 


Vindinss: fesfn 
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Date Rec'd: 02/18/2011 No. Analyzed: 

Gross Wt.: 17.79 Net Weight: 

# Tests: 

Prelim: Findings: 

Q> 
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City; Whitman Police Dept, 


Date Analyzed; 



Officer: Detective Ser geant TIMOTHY I 
Def; I 
Amount; 

No. Cont: 1 Cont: pb 

Date Rec’d: 02/18/2011 
Gross Wt.; 4.40 


Subst: TAB 

* 

No. Analyzed: 

Net Weight: 

# Tests: 


Prelim; 


Findings: 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY . ANALYST 

Evidence Wt 


PHYSICAL DESCRIPTION: 

W 




Gross Wt ( i ): C.^SKa 
Gross Wt ( | ): p - B ~13> \ 

Pkg. Wt:_ 

Net Wt: O ■ \ B'O'^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (-y-) 
Marquis v- 
Froehde's -v- 
Mecke's 


Microcrvstalllne Tests 
Gold 

Chloride_ 

TLTAJ_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS Viqq,^ 

DATE o Vy-Q U 


GC/MS CONFIRMATORY TEST 

RESULTS t 4en o _ 

MS 

OPERATOR _ 

DATE _ 


Revised 7/2005 





DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: 


AGENCY . ANALYST 

Evidence WL 


COO 


PHYSICAL DESCRIPTION: 

>_■ ^ *■> V^\ 

vP> X 


cS o vOsU- 1 ^ 


Gross Wt ( X ): O • ^ bbQ 
Gross Wt ( \ ): 

Pkg. Wt:_ 

Net Wt: O - 1 \ b \ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( 4) 
Marquis A- 
Froehde's ^ 
Mecke's 


Microcrystalline Tests 

Gold 

Chloride_ 

TLTAj_)_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE DlV-CA^-tl 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR _ 

DATE vy-w- Nt _ 


Revised 7/2005 








DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 




PHYSICAL DESCRIPTION: 

' 3 > ^ O— ei-vjiL s \ c. 

V 'Q v ?-\ 


Gross Wt ( 'pt b.tsn U(a 
Gross Wt ( y ): pO n 4> 

Pkg. Wt:_ 

Net Wt: qA2<^3 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) -y- 

Marquis 
Froehde’s 
Mecke's 



Macrocrystalline Tests 
Gold 

Chloride_ 

TLTAJ_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

results _ 

DATE_ Qv. a- ft, \ \ 


GC/MS CONFIRMATORY TEST 
RESULTS \y At ^ 

MS 

OPERATOR UA ( 9 - _ 

DATE S ' S-\1 


Revised 7/2005 








DRUG POWDER ANALYSIS FORM 


sample # 

No. of samples tested: 


AGENCY LCKv- Vwo^ ANALYST 

Evidence WL 


PHYSICAL DESCRIPTION: 





v.-Vea ^ 


kT\ \ 9^ 


No ose 


Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; Q , Ulv^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 



Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

&C- ± _ 


PRELIMINARY TEST RESULTS 
RESULTS UtMoQ. 

DATE iA- 


GC/MS CONFIRMATORY TEST 

RESULTS _ 

MS 

OPERATOR V- SA 

DATE_5-S^H_ 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY 



ANALYST 




No. of samples tested: 


Evidence WL 


PHYSICAL DESCRIPTION: 

\ ^ occmrv^ 


Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: N.kbUO 


6\VSC> CocViCL^^tA rs-\ c 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTA£_J_ 

OTHER TESTS 

COw\fe>Orvfs<l^f V5D 


PRELIMINARY TEST RESULTS 
RESULTS 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS rsp rs o c cV ^ t>_ 

MS 

OPERATOR _ 

DATE 5 -S~m 


Revised 7/2005 










MICROMEDEX® Healthcare Series ; POISINDEX® Document 


Page 1 of2 


POISINDEX® Product List 

Suboxone 

Regulatory-Status: Schedule ill 

ingredients 

Active-Ingredients: Ruprenorphtne - 2 MG 
Naloxone - 0.5 MG 

Availability & Manufacturing 

Availability: United States 

AvaHable-Container-Stee: Bottle of 30 

Contact: Reckitf Bencklser 

Product ID: 8370988 

AAPCC Code: 200825 - Buprenorphine 

Registry Number: NDC 12496-1283-02 

Physical Description 

imprint: N2; Sword Logo 

Form: Tablet 

Color: orange 

Shape: Six-sided 


images for NDC 12496-1283-02 



Images for NDC 12496-1283-02 


Folk 616 PRR 039516 




M1CR0MEDEX® Healthcare Series : POISINDEX® Document 


Page 2 of 2 






© 1974- 2011 Thomson Reuters. Al! rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 


No. of samples tested;_ Evidence Wt 


PHYSICAL DESCRIPTION: Gross Wt { ):__ 

S®\ GrossWt ( ):_ 

v n Pkg. Wt:_ 

Net Wt: "S > 


AGENCY Vw\ ANALYST 


<XV5>0 cO^Vi Oljvc. d Q C. 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's__ 

Mecke's 


Mlcrocrvstalline Tests 
Gold 

Chloride_ 

TLTAJ_ } _ 

OTHER TESTS 


rr\.o\.o 


PRELIMINARY TEST RESULTS 

RESULTS v.\o<~\o 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 








MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 3 


POISINDEX® Product List 

Buspirone Hydrochloride 

Regulatory-Status: RX 

Ingredients 

Active-Ingredient: Buspirone Hydrochloride - 5 MG 

Excipients: Magnesium Stearate 

microcrystaliine cellulose 
Sodium Starch Glycolate 
Silicon Dioxide, Colloidal 
lactose monohydrate 

Availability & Manufacturing 

Availability: United States 

Availabie^Conlainer-Sizes: Bottle of 1000; Bottle of 180; Bottle of 500 

Contact: Watson Laboratories 
Product ID: 6016748 
AAPCC Code: 201123 - Buspirone 

Registry Numbers: NDC 00591-0657-10 
NDC 00591-0657-05 
NDC 00591-0657-01 

Physical Description 

imprint: Watson; 657 
Form: Tablet 
Color: white 

Shape: biconvex, scored: Oval 

Images for NDC 00591-0657-10 


A MAI 1 

Folk_OIG PRR 039519 



MICROMEDEX® Healthcare Series: POISINDEX® Document 


Page 2 of 3 


Images for NDC 00591-0657-05 


Images for NOC 00591-0657-01 


Images for NOC 00591-0657-10 


Images for NDC 00591-0657-05 


Folk OIG PRR 039520 



MICROMEDEX® Healthcare Series : PO IS INDEX® Document 


Page 3 of 3 


Images for NDC 00591-0657-01 


© 1974- 2011 Thomson Reuters. Ail rights reserved. 
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PHYSICAL DESCRIPTION: 


Gross Wt ( ): 


\ OOch.\ O* Ovys\ \ 3 S) Gross Wt { ): 

^ ^ v. Pkg. Wt: 


Vt_ 


Net Wt: O' 2-^oS 


PRELIMINARY TESTS 
Spot Tests 


Microcrvstalllne Tests 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


DATE m - l-TL-v 


MS 

OPERATOR 




DATE 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Concerta 


Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Methylphenidate Hydrochloride -18 MG 

Excipients: Carnauba Wax 
Cellulose Acetate 
Hypromellose 
Lactose 

Phosphoric Add 
Poloxamer 
Polyethylene Glycol 
Polyethylene Oxide 
Povidone 
Propylene Glycol 
Sodium Chloride 
Stearic Acid 
Succinic Acid 
Synthetic Iron Oxide 
Titanium Dioxide 
Triacefin 

Butylated Hydroxytoluene 

Availability & Manufacturing 

Availability: United States 

Avallable-Contafner-SIze: Bottle of 100 

Contact: Mcneil Consumer Healthcare Division of McNeil 

Manufacturer Product ( , nr , , co - ocrM 
« . „ UPC 5G458-58501 


Product ID: 5973171 

AAPCC Code: 201128 - Methylphenidate 

Registry Numbers: NDC 17314-5850-2 
NDC 50458-585-01 

Physical Description 

Imprint: alza 18 

Form: Oral Tablet, Extended Release 
Color: Yellow 


© 1974- 2011 Thomson Reuters. All rights reserved. 
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PHYSICAL DESCRIPTION: 


LA U2Kv. \e -\cA L^-v 




Gross Wt (u\ ): 2. . M.S~7 & 


Gross Wt ( ) 

Pkg. Wt 


Net Wt 


\. 015*0 




PRELIMINARY TESTS 
Spot Tests 


Mlcrocrvstalllne Tests 


Coball 

Thiocyanate 


Gold 

Chloride 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 


Mecke's 




PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS o HCyApj. 


RESULTS 


DATE 


3 -\- b ~L'- \ 


MS 

OPERATOR 


DATE ^A-XL-Xj 


Revised 7/2005 


Folk OIG PRR_039524 










Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM6\04 05 11\780554,D 

Operator 

LAG 

Date Acquired 

5 Apr 2011 19:26 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 780554.D\daia.m$ 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


780554.D Wed Aug 31 12:55:32 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \SYSTEM6\04__05__11\780555 . D 
LAG 

5 Apr 2011 19:39 

HEROIN STD 

55 

DRUGS.M 
RTE 


Abundance TfC: 780555,D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.703 

1756190 

100,00 

100,00 


780555,D Wed Aug 31 12:55:35 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM6\04 05 11\780555.D 



Operator 

LAG 



Date Acquired 

5 Apr 2011 19:39 



Sample Name 
Submitted by 

HEROIN STD 



Vial Number 

55 



AcquisitionMe th 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality; 

: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 

: 80 

PK# RT 

Library/ID 

CAS# Qual 


5.70 C:\Database\SLl.L 
HEROIN 


000561 - 27-3 


99 


Abundance 

80 

60 

40 

20 

0 


43 


Average of 6,661 to 6.887 min.: 780555.D\data.ms {-) 




3$7 


268 


204 


81 


146 


59 

JiL 





12 

>4 

1 V. 



105 






J 


'! 1 J 

r- n 


M 

■n 

■Ml 


162 


181 


226 


253 


310 


284 




369 


1 341365 I 


405 


Abundance 

80 

60 

40 

20 

0 

m/z-> 


| TTTfjtn 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


4j3 


#1: HEROIN 


268 


327 


81 


59 

iL 


'"’'I ' 1 |T t T T 
40 60 


115 146 


mA 


’“T" • M 


rrrj 


162 ,A, 

i 181 

1 li I 197 

.ImWi, s .Wj! 

* n 'r 1 'T 


215 


,,,, . 238253 

'iiuvv 


310 


! 284 


369 


r T rT4 ~HP 


341 


Tn-pnrr-rp 




80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


780555.D Wed Aug 31 12:55:35 2011 Page 2 
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Area Percent / Library Search Report 


Information from Lata File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\04_05_11\780556.D 

LAG 

5 Apr 2011 19:51 

BLANK 
ASD 
2 

DRUGS,M 
RTE 


Abundance TIC: 780556XAdata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 




780556.D Wed Aug 31 12:55:37 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File j 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\04_05_11\780569.D 
LAG 

5 Apr 2011 22:37 

BLANK 
ASD 
2 

DRUGS . M 
RTE 


Abundance TIC: 780569.D\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


780569.D 


Wed Aug 31 12; 54:48 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM6\04_05___11\780570.D 

Operator : LAG 

Date Acquired : 5 Apr 2Q11 22:50 

Sample Name : 

Submitted by : ASD 

Vial Number : 70 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 


TIC; 780570,0\data.m$ 


600000 

400000 

200000 

0 



Time-> 2.00 2.50 3.QQ 3.50 4.00 4.50 5.00 5 .50 6.00 6.50 7.00 7,50 8.00 8,50 9 .00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


2.650 

150230 

14.06 

16.35 


5.703 

918593 

85.94 

100.00 



780570.D Wed Aug 31 12:54:51 2011 Page 1 
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Area Percent / Library Search Report 


information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\0 4_05_11\7 8 05 7 0 . D 
LAG 

Ey Apr 2011 22 : 50 

ASD 

70 

DRUGS,M 
RTE 


Search Librariesi 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C;\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality; 80 


PK# RT 


jibrary/lD 


C:\Database\PMW_T0X2.L 
Eticyclidine prec. (ethylamine) 
Monolinuron 
Ethylacetate 


000075-04 ~7 7 

001746-81-2 2 

@ 000141-78-6 1 


Abundance 


^i 1 73 


Average of 2,519 to 2.818 min.: 780570.D\data.m$ (-) 


201 31 


133 , ^ 
118 3 147 


161 173 189 207 

r'f' i I • I t }■'! T-'p'r 1 !— r 


40 60 80 100 120 140 160 180 200 220 240 260 280 


Abundance 


#3617: Eticyclidine prec. (ethylamine) @ P2 



40 60 80 100 120 140 160 180 200 220 240 260 280 


78 0570.D 


Wed Aug 31 12;54;52 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ■ 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 

Data File: 

F:\SYSTEM6\04 05 ll\780570.D 
LAG 

22:50 

ASD 

70 

DRUGS . M 

RTE 


Search Libraries 

: C:\Database\SLX.L 

Minimum Quality: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

2 5,70 C 

: \Database\SLI.L 



HEROIN 

000561-27-3 99 


Abundance 

Average of 6,861 to 5.857 min.: 780570,D\data,ms {-) 


1 4 * 

327 




780570.D Wed Aug 31 12:54:52 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\SYSTEM6\04 05 11\780571.D 

Operator 

LAG 

Date Acquired 

5 Apr 2011 23:03 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 780571 ,D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


780571.D Wed Aug 31 12:54:55 2011 Page I 


FolkJ3IG__PRR 039533 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator- 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM6\04_05__11\780572 .D 
LAG 

5 Apr 2011 23 : 16 


ASD 
72 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLT.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C : \Da tabase \ PMW__T0X2 . L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 2.83 

C:\Database\NIST08,L 




Caffeine 

000058-08-2 

97 


Caffeine 

000058-08-2 

97 


Caffeine 

000058-08-2 

96 


Abundance 

80 


Average of 2.798 to 2.958 min : 780572.DVdata.ms (») 

104 


nVz~> 


60 

40 

20 

0 


109 


55 


42 


30 


67 


82 




94 


20 


40 


60 


122 

-H- 


136 


152 


165 


T" 


179 


207 


~T 


80 100 120 140 160 180 200 220 240 260 


_281 

280 


Abundance 


#55116: Caffeine 

104 


80 

60 


109 


40 


20 


55 67 


42 


0 


1 15 28 

L 


m/z-> 


20 


4 


82 


40 


r^ 

60 


80 


94 

-JhL 


122 1 | 6 150 


165 


~T 


nr 


179 


~r 


100 120 140 160 180 


+ _ r _ r _ 

200 


r~|~ l it! T~T~T — 3 j I T "T I | 1 

220 240 260 280 


780572 .D 


Wed Aug 31 12:54:59 2011 


Page 2 


Folk_OIG_PRR 039535 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM6\04__05_ll\780572.D 

Operator : LAG 

Date Acquired : ^^Ap^ 2011 23 :16 

Sample Name : 

Submitted by : ASD 

Vial Number : 72 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLX.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


2 5.70 C:\Database\SLI.L 

HEROIN 000561-27-3 94 



780572.D Wed Aug 31 12:54:59 2011 Page 3 


FolkJDIG PRR 039536 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\04_05_11\780573.D 
LAG 

5 Apr 2011 23:28 

BLANK 
ASD 
2 

DRUGS . M 
RTE 


Abundance TIC: 780573.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


780573,D Wed Aug 31 12:55:02 2011 Page 1 


Folk OIG PRR 039537 









Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\SYSTEM6\04_05_11\7805B0.D 

Operator : LAG 

Date Acquired : 6 Apr 2011 00:58 

Sample Name : BLANK 

Submitted by ; 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TiC: 780580.D\data.ms 



Ret * Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS* * * 


780580, D Wed Aug 31 12:55:12 2011 Page 1 


Folk OIG PRR 039538 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM6\04_05_11\780581.D 

Operator : LAG 

Date Acquired : 6 Apr 2011 1:11 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 55 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TfC; 780581. DVdaia. ms 



Hme~> 2.00 2.50 3.0 0 3. 50 4.00 4.50 5^00 5. 50 6 .00 6,S 0 7,00 7.50 8.00 8.50 9.00 9. 50 


Ret. Time 

Area 

Area % 

Ratio % 

S . 709 

1948823 

100.00 

100.00 


780581.D Wed Aug 31 12:55:15 2011 Page 1 


FolkJDIG PRR 039539 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\SYSTEM6\04_05_ll\780581 ,D 
LAG 

6 Apr 2011 1:11 

HEROIN STD 

55 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# RT Library/ID 


CAS# Qual 


5,71 C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 


43 


59 

J 


81 


iu 


Average of 5.667 to 5.881 min.; 780581 .D\data.ms {-} 

327 


146 


124 


105 

Uku 


111 


268 


215 


174 


197 


310 


ju, j 


238 




285 


369 


346 


405 429 


471 


m/z-> 


rpfftr y-rt i rj y VT'i'yr v ' n ' ^ i'T i T j ' iV i i | i m'| I'fr rprrrtyj: rf rp ii ijfn -rr fT-j- < i \ i pm ri j i i i i j i TTTr nrrrp-r rT|TTTr-| i mp 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 


Abundance 


80 


60 


40 


20 


f 


m/z--> 


81 




#1: HEROIN 


268 


215 


115 146 


i 174 


I ; ! [ 197 || ; j 238 

■ik iVjr mVi'. -Hjiif-jl/a-ift , J .Li 

r xtVrrt i > j'"! 1, riH ^-rx-r i i N rr < 


327 


310 


2#5 

VW 1 ' 


369 


Tj'i V i i | i r rrj"r l iL rrp 


40 60 80 100 120 140 160 180 200 '220 240 260 280 300 320 340 360.380 400 420 440 460 


780581.D Wed Aug 31 12:55:15 2011 Page 2 


FolkJ3IG__PRR 039540 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\04_05 J_l\780582.D 
LAG 

6 Apr 2011 1:23 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TfC: 780582,DVdafa.ms 



Ret. Time 


Area Area % Ratio % 


***NQ INTEGRATED PEAKS*** 


78 0582,D Wed Aug 31 12:55:18 2011 Page 1 


Folk OIG PRR 039541 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator 


Data File: 

F:\SYSTEM6\0 5_0 2_11\7 8 5 7 4 8.D 
LAG 

3 May 2011 4:17 

BLANK 

1 

DRUGS.M 
RTE 


Abundance TIC: 785748.D\dsta.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


785748.D Wed Aug 31 12:56r32 2011 Page 1 


Folk_OIG_PRR_039542 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM6\05_02_11\785749.D 
LAG 

3 May 2011 4 : 29 

HEROIN STD 

49 

DRUGS, M 
RTE 


Abundance TfC; 785749.D\data*ms 



Ret. Time 

Area 

Area % 

Ratio % 

6,954 

1823228 

100.00 

100.00 


785749 « D Wed Aug 31 12:56:35 2011 


Page 1 


Folk OIG PRR 039543 






Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM6\05 02 ll\785749.D 



Operator 

LAG 



Date Acquired 

3 May 2011 4:29 



Sample Name 
Submitted by 

HEROIN STD 



Vial Number 

49 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C:\Database\SLI,L 

Minimum Quality; 

; 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 

: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 6.95 C:\Database\SLI,L 

HEROIN 000561-27-3 99 


Abundance 


m/z~> 



Abundance. #1: HEROIN 


m/z :: > 



785749.D Wed Aug 31 12:56:35 2011 


Page 2 


FolkJ3IG__PRR 039544 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEMS\05_02_ll\785750.D 
LAG 

3 May 2011 4:42 

BLANK 
ASD 
1 

DRUGS,M 
RTE 


Abundance TIC: 785750.DVdata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


785750.D Wed Aug 31 12:56:38 2011 


Page 1 


Folk OIG PRR 039545 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\05_02_ll\78575i.D 

LAG 

3 May 2011 4:55 


ASD 

51 

DRUGS.M 
RTE 


Abundance TIC: 785751 ,D\data.ms 


600000 

400000 

200000 

0 






m 


4.238 

1 




3.391 

/u 

'P' 't | rrrrrri 

1 

] 

i 

i 

i i i rt i m i t 

AA.. j 

TTTTTTTTT7"F | 1 1 1 F 

L 

TTTTTpn fT-p-TTTTTl !■ 1 T - n I- TTT1 I- 1 | 


Tfme~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


3,391 
4.238 
6,948 


788489 35,47 69,95 

307511 13,83 27.28 

1127186 50,70 100,00 


785751,D Wed Aug 31 12:56:40 2011 


Page 1 


1 


Folk OIG PRR 039546 










Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\05_02_ll\785751.D 
LAG 

3 May 2011 4:55 


ASD 

51 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST0 8.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3,39 C:\Database\NIST08.L 


Sorbitol 

000050-70-4 

96 

Glucitol 

026566-34-7 

91 

D-Mannitol 

000069-65-8 

91 


Abundance 


80 


60 

40 

20 


73 


Average of 3.112 to 3.509 min.; 785751 ,D\data.ms (-) 


43 




103 


133 


152172191210229249268 289 313331 3 55 387 415 446 467 499 522 54 < 


m/z-->_ 50 

Abundance 


100 


150 


200 


250 


300 


360 


400 


450 


500 


#46255: Sorbitoi 


80 

60 

40 

20 : 

0 


73 


43 


103 


133 


182 


m/z-> 


50 


100 


150 


200 


250 


300 


350 


400 


450 


500 


785751,D 


Wed Aug 31 12:56:41 2011 


Page 2 


Folk OIG PRR 039547 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 

P:\SYSTEM6\05 02 ll\785751.D 


Operator 

LAG 


Date Acquired 

3 May 2011 4:55 


Sample Name 



Submitted by 

ASD 


Vial Number 

51 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NlST08.L 

Minimum Quality: 80 


C: \Database\PMW_TOX2 . L 


PKtt RT 

Library/ID 

CAS# Qual 


2 4,24 C:\Database\NISTO8.L 

Benzamide, 4-amino-N-[2-(diethylami 000051-06-9 86 
Benzoic acid, 4-amino-, 2-(diethyla 000059-46-1 86 
Benzoic acid, 4-amino-, 2-(diethyla 000059-46-1 83 


Abundance 

80 

60 

40 

20 

0 


m 


Average of 4.209 to 4,333 min.: 785751.D\data,ms (-) 


65 

■'„y.4u U. 



183 207 234253 282 307325 355 388 408 432 462 53< 

-* j-tirn -j T T T T f 1 1 I I | t I I 1 j H 1 I | i I I I | ) l l ) “| -r r tTJTTTT|TTT 7 '[ TTrr j nTTjn n ' j "TTH"] T } T T | I \ - 


m/z~>_ 40 60 80 100 1 2014 0 160180 200 220 240 260 280 300320 340 360 380 400 420 440 460480 500 520 

Abundance 


86 


#86204: Benzamide, 4-amina-N“[2"(dieihylamino)ethy]]- 


80} 


60 


40 


20 


58 


m/z-> 


40 J 

TT TpTTTI 




120 


163 

rymnyV'rrqT 


206 235 

I 111 i»i j 11 + i j n 


rpmnpr 


rjTTTTrprmjr 


TTTTTTTTTTTTTTTT 


40 60 80 100120140160180 200220240260280300320340360380400 420440 460 480 500520 


785751.D Wed Aug 31 12:56:41 2011 Page 3 


Folk OIG PRR 039548 









Area Percent / Library Search Report 


Information from Data File: 



Pile Name 

F:\SYSTEM6\05 02 ll\785751.D 



Operator 

LAG 



Date Acquired 

3 May 2011 4:55 



Sample Name 

■WHi 



Submitted by 

ASD 



Vial Number 

51 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_T0X2.L, 



PK# RT 

Library/ID 

CASK 

Qual 


3 6.95 C:\Database\SLI.L 

HEROIN 


000561-27“3 99 



Abundance 


#1; HEROIN 



327 


1 ^ 

-n-p - 


300 


369 




350 


400 


T ~1 » 1 ' ' ! ! 1 l-T “T 

450 500 


785751, D 


wed Aug 31 12:56:41 2011 


Page 4 


Folk_OIG_PRR_039549 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F: \SYSTEM6\05_02__11\785752 ,D 
LAG 

3 May 2011 5:08 

BLANK 
ASD 
1 

DRUGS,M 
RTE 


Abundance TIC: 785752.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


785752.D 


Wed Aug 31 12:56:44 2011 


Page 1 


Folk_OIG_PRR_039550 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM6\05_02_ll\785753.D 

Operator : LAG 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 53 

AcquisitionMeth; DRUGS,M 
Integrator ; RTE 


5:20 


Abundance TIC: 785753.D\dafa,ms 

100000 

80000 

60000 

40000 

20000 

Time—>_°2.00_2,50 3.00 3.5000 4.50 5.00 5. 60 6.00 6.50 7.00 7.5 0 8 .00 8,50 9.00 9,5 0 


Ret, Time 

Area 

Area % 

Ratio % 

6.948 

174815 

100.00 

100,00 



785753.D Wed Aug 31 12:56:47 2011 Page 1 


Folk_OIG__PRR 039551 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM6\05 02 ll\785753.D 



Operator 

LAG 



Date Acquired 

3 May 2011 5:20 



Sample Name 




Submitted by 

ASD 



Vial Number 

53 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

O 

> 

w 

3S: 

Qual 


1 6.95 C:\Database\SLI.L 

HEROIN 000561-27-3 94 


Abundance 


Average of 6.901 to 7.019 min.: 785753.D\dafa.m$ {-} 



m/z-> 


465 51i 

■pnrrrprv rry rnTjTnr, 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400420 440 460 480500 


Abundance 


#1: HEROIN 



m/z~> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 500 


785753.D Wed Aug 31 12:56:48 2011 


Page 2 


Folk_OIG_PRR 039552 
















Area Percent / Library Search Report 


Information .from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\05_02_11\785754.D 
LAG 

3 May 2011 S:33 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance TIC: 785754.D\data,ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


785754.D Wed Aug 31 12:56:56 2011 Page 1 


Folk OIG PRR 039553 




Area Percent / Library Search Repor 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \SYSTEM6\05__02_11\7B5759 .D 
LAG 

3 May 2011 6:37 

BLANK 

2 

DRUGS . M 
RTE 


f 

■i 


Abundance T(C: 785759.D\data.nis 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


785759.D Wed Aug 31 12:57:39 2011 Page 1 


Folk OIG PRR 039554 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F : \SYSTEM6\05__02_ll\7 8576 0 , D 
LAG 

3 May 2011 6:50 

HEROIN STD 

49 

DRUGS . M 
RTE 


Abundance .. TIC: 785780.D\cfata,ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.954 

1940520 

100,00 

100.00 


785760,D Wed Aug 31 12:57:43 2011 Page 1 


FolkJ3IG__PRR 039555 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File : 

F:\SYSTEM6\05_02^11\785760.D 
LAG 

3 May 2011 6:50 

HEROIN STD 

49 

DRUGS . M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMWJTOX2.L 

Minimum Quality 
•Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 

1 

6.95 C:\Database\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance Average of 6.901 to 7.079 min.; 786760.D\data.ms (-) 



Abundance #1: HEROIN 



785760.D Wed Aug 31 12:57:43 2011 


Page 2 


Folk OIG PRR 039556 


















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM6\05 02 11\785761.D 

Operator 

LAG 

Date Acquired 

3 May 2011 7:03 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

DRUGS,M 

Integrator 

: RTE 


Abundance TIC: 785761 .D\data.m$ 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


785761,D Wed Aug 31 12:57:46 2011 Page 1 


Folk_OIG_PRR_039557 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name • 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\SYSTEM6\05_02_ll\785792.D 
LAG 

3 May 2011 16:23 

BLANK 


WSCREEN.M 

RTE 


Abundance 


TIC: 785792,D\data.ms 


0 ( —I 1 I ! ] I f E ! | i r 

Time-> 2 .00 4.0 0 6.00 


t r " i i r " t r [~~~ t - r i - r | i't i i i | i i i i | i i i i j i k i i | i vr • t ~yrH ; "t ~ p T — 7 — r ~ | — 7 —r -T —r 

8.00 10,00 12.00 1 4.00 16,00 18.00 20,00. 22.0 0 24.00 26 .00 28.00 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


785792.D 


Wed Aug 31 12:58:02 2011 


Page 1 


Folk OIG PRR 039558 









Area Percent / Library Search Report 


Information from Data File♦ 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\SYSTEM6\05_02_11\785793.D 

LAG 

3 May 2011 16:57 

BUPRENORPHINE STD 


Vial Number 

AcquisitionMeth 

Integrator 


93 

WSCREEN.M 

RTE 


Abundance 


TfC: 785793. D\data.ms 


18 . 


698 


1000000 

800000 

800000 

400000 

200000 


0 j * i t'i ' | » 1 

1 1 M 1 * ,f T ^ 1 '" rrr n » 1 M < 1 

IT')' f I H’JTT 


Time~> 2,00 4.00 

6.00 8.00 10.00 12.00 

14.00 16.00 

18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 

18.598 

8353062 

100.00 

100.00 


i 


785793.B 


Ned Aug 31 12:58:05 2011 


Page 


Folk OIG PRRJJ39559 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\05_02 ll\785793.D 
LAG 

3 May 2011 16;57 

BUPRENORPHINE STD 

93 

WSCREEN.M 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 18.60 C:\Database\NIST08,L 

6.14- Ethenomorphinan-7™methanol , 17 052485-79-7 99 

6.14- Ethenomorphinan-7-methanol , 17 052485-79-7 99 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 96 


Abundance 


m/z~> 




785793,D 


Wed Aug 31 12:58:06 2011 


Page 2 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM6\05__02_11\785794 ,D 
LAG 

3 May 2011 17:31 

BLANK 


WSGREEN.M 
RTE 


Abundance TIC; 785794,D\data.ms 




Ret. Time 

Area 

Area % 

Ratio % 

***N0 INTEGRATED 

PEAKS * * * 




785794.D Wed Aug 31 12:58:08 2011 


Page 1 


Folk OIG PRR 039561 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \SYSTEM6\05__02_11\785795 .D 
LAG 

3 May 2011 18:05 

BLANK 
ASD 
2 

WSCREEN,M 
RTE 


Abundance 

8000 


TIC: 785795,D\dala.ms 



Time-> 2.00 4.00 6,00 8.00 10_.00_ 12.00 14.00 1 6.00 18.00 20.00 22.00 24.00. 26.00 28,00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


785795 .D Wed Aug 31 12:58:21 2011 Page 1 


Folk OIG PRR 039562 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \SYSTEM6\G5__02_11\785796 .D 
LAG 

3 May 2 011 18:39 


ASD 
96 

WSGREEN,M 
RTE 


Abundance 

600000 

400000 

300000 

200000 

100000 


7.695 


4.642 


7 P 

6.TO4. 


2.389MH I 


LI 


Time-> 2.00 4.00 6.00 8.00 


TIC: 785796.D\data.ms 


18 , 


497 


10.215 


. l .. ./I. . . 

-^“r r ' 7 > T ' 1 f ' I ' ' 1 1 T • » ' ' ! ' * 1 M » » 1 ' I ' 1 1 ! f 1 ' ' ‘ I .■■f-T-v-j-r-T-T-v- 

10.00 J2.00 14.00 16.00 18.00 20.00 22.0 0 24,00 26. 00 28 .00 


Ret. Time 

Area 

Area % 

Ratio : 

2.389 

154447 

2.68 

4.75 

3.616 

107211 

1.86 

3.30 

4.013 

115084 

1.99 

3.54 

4.642 

330072 

5.72 

10.15 

6.794 

806425 

13.97 

24.81 

7,055 

149018 

2.58 

4.58 

7.695 

349737 

6,06 

10.76 

10.215 

510873 

8.85 

15,72 

18.497 

3250720 

56,30 

100.00 


785796,D 


wed Aug 31 12:58:24 2011 


Page 1 


Folk OIG PRR 039563 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\05_02_ll\785796.D 
LAG 

3 May 2011 18:39 


ASD 

96 

WSCREEN.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2,39 C:\Database\NIST08,L 

1 ,3 -Dihydroxyace t one dimer 
2 -Propanone, 1,3 -dihydroxy- 
dl-Glyceraldehyde dimer 


062147-49-3 

83 

000096-26-4 

74 

026793-98-6 

40 


Abundance 

80 

60 

40 

20 

0 


rn/z~> 

Abundance 


3|1 


Average of 2.329 to 2,519 mm,: 785796.DVdaia,ms (-) 


50 


72 

I i 94 115 137 160 207 

L nhr rm-i I r r - r -- r -|~T-i 


257 281 


341 371 



100 150 200 250 300 350 

#44799: 1,3-Dihydroxyacetone dimer 


"r - K—]—r 

400 


131 

■4-T- 


100 


150 


200 


250 


300 


350 


400 


52' 


450 


500 


' ! ' 
450 


500 


785796.D 


Wed Aug 31 12:58:24 2011 


Page 2 


Folk OIG PRR 039564 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM6\ 

Operator : LAG 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 96 

AcquisitionMeth: WSCREEN.M 
Integrator : RTE 



05__02__ll\785796 . D 
18:39 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW_JTOX2 . L 


PK# RT Library/ID 


CAS# Qual 


3 . 62 


C:\Database\PMWJT0X2.L 
Acetic acid anhydride 
Acetaldehyde 
Monolinuron 


000108-24-7 9 
000075-07-0 3 
001746-81-2 2 



54 * 


_ 

Abundance 

80 

60 

40 

20 

(J 


40 60 80 100120140160180200220240260280300320340360380400420 44 0460480500520540 


43 


#2756: Acetic acid anhydride P351 


m/z~> 


1 1 1 r 


111 m j n 111 n t r yrrrr jTTTTjTTTTjTTTTyr'r 11 ] i m , 111 r f f f f f j r t r t p u • 11111 j n h | r m j i m i f m 

40 60 80 100120140160180200220240260280300320340360380400420440460480500520540 


TJ-T ITTp T 1 I | I 


785796.D Wed Aug 31 12:58:25 2011 Page 3 I 


Folk OIG PRR 039565 














Area Percent / Library Search Report 


Information from Data File; 


File Name 

F:\SYSTEM6\05 02 ll\78S796.D 


Operator 

LAG 


Date Acquired 

3 May 2011 18:39 


Sample Name 

■■■■■MM 


Submitted by 

ASD 


Vial Number 

96 


AcquisitionMeth 

WSCREEN.M 


Integrator 

RTE 


Search Libraries: C: \Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_T0X2.L 


PK# RT 

Library/ID 

CAS# Qual 


3 4.01 C:\Database\PMW_TGX2.L 

Mefruside ME 
Dichlorodifluoromethane 
Mefruside 2ME 


000000 - 00-0 2 

000075-71-8 2 

000000 - 00-0 1 


Abundance 


80 


60 

40 

20 


31 


m/z-> 


85 


Average of 3,983 io 4.078 min,: 78579G.D\data,m$ (-) 


68 


6 $ 


98 


7 111 126 141154 178 


209 


256269 


314 332 


■pTT"f "T" 1“T I’TTTT'r’TT" | T“T“1 I p" rT" TT” J" T" T' TT" J "T ” T T" J » I 1 « I I”V> . | ITT) | 1 m | . ! T 1 | I r i I | ITT I | I . 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


374 


Abundance 


80 


#3057: Mefruside ME 


PI 732 


60 


40 


20 


85 


110 


158 173 


204 218 


268 


311 325 353 


m/z~> 


! f 1 * ’ 1 ! 1 1 1 ‘M ' ‘ ! 1 I 1 1 ' ! 1 f 1 1 I 1 * 1 1 ! 1 1 1 _ n~ r ' r " r " r T ri 1 H ' ' ' M 1 1 1 ' ! 1 rr 1 I 1 ' ' ' I 1 1 r ' S ' , ” rT " r 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


785796.D 


wed Aug 31 12:58:25 2011 


Page 4 


Folk OIG PRR 039566 








Area Percent / Library Search Report 


Information.from Data File: 


File Name 

F:\SYSTEM6\05 02 11\785796.D 


Operator 

LAG 


Date Acquired 

3 May 2011 18:39 


Sample Name 



Submitted by 

ASD 


Vial Number 

96 


AcquisitionMeth 

WSGREEN.M 


Integrator 

RTE 


Search Libraries: C;\Database\SLl,L 

Minimum Quality: 80 


C:\Database\NlST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


4 4.64 C:\Database\PMWJT0X2.L 

Acetic acid anhydride 000108-24-7 9 
Nifenalol artifact 000000-00-0 2 
Ethanol 000064-17-5 2 



Abundance 

| 4h 


80 


60 


#2758; Acetic add anhydride P361 


40 


20 


60 


m/z--> 


40 60 


f ! 1 ' 1 ' f' > 1 »! r 11 M T 


r'T- ! -Tn-rT- ] -T-rT- T - r T-7--r-T-j-T- 1 -T-T- r T-7-T-T- r T-i-rT- r T-r-r-T- r T-T-r-ir n -l-r , T- r r-'r rT- ] -T-rrr T -r.^- I --r m t ■ - ■ ■ , - ■ ■ , ■ , ■ ■ , . ■ 

80 100 120 140 160 180 200 220 24 0 26 0 280 300 320 340 360 380 400 


1 


785796.D Wed Aug 31 12:58:25 2011 


Page 5 


Folk OIG PRR 039567 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM6\05_02_ll\785796.D 

Operator : LAG 

Date Acquired : 3 May 201 1 18:39 

Sample Name : 

Submitted by : ASD 
Vial Number : 96 

AcquisitionMeth: WSCREEN,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\ PMW__TOX2 . L 

PK# RT Library/ID 


5 6,79 C:\Database\NIST08,L 


D-Mannitol 

000069-65-8 

91 

Glucitol 

026566-34-7 

90 

Sorbitol 

000050-70-4 

83 


CAS# Qual 



785796.D Wed Aug 31 12:58:26 2011 Page 6 


Folk OIG PRR 039568 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM6\05__02__ll\785796.D 

Operator : LAG 

Date Acquired : 18:39 

Sample Name : 

Submitted by : ASD 

Vial Number : 96 

AcquisitionMeth: WSCREEN.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

80 



C:\Database\NIST08,L 

C:\Database\PMW_T0X2,L 

Minimum Quality 

80 

PK# 

RT 

Library/ID 

CAS# Qual 

6 

7,05 

C:\Database\NlST08.L 





n-Hexadecanoic acid 

000057-10-3 

93 



n-Hexadecanoic acid 

000057-10-3 

90 



Dodecanoic acid 

000143-07“7 

90 


Abundance Average of 7,037 to 7.102 mm,: 785796.D\data.m$ {-) 



nVz«> 40 60 80 100 120 .140 .160 180 200 220 240 260 280 300 320 340 360 380 


Abundance #102725: n-Hexadecanoic acid 

4j3 73 


80 1 , M 



785796.D Wed Aug 31 12:58:27 2011 Page 7 


Folk OIG PRR 039569 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \SYSTEM6\05__02__ll\7857 96 . D 
LAG 

3 May 2011 18:3-9 



96 

WSCREEN.M 

RTE 


Search Libraries: C:\Database\SLI.L 


Minimum Quality: SO 



C:\Database\NIST08.L 

Minimum Quality 

: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# ( 

Oual 

7 7.70 

C:\Database\NIST08.L 




Octadecanoic acid 

000057-11-4 

99 


Octadecanoic acid 

000057-11-4 

99 


Octadecanoic acid 

000057-11-4 

95 

Abundance 

Average of 7.665 to 7843 min.: 785796, D\data. ms {-) 




207 


241 


264 


ilSL 


Abundance 

80 

60 

40 

20 

0 

m/z~> 


„ 267 

rrr V" j '■)' Y rrj 1 


315331346 374 401 

■ i | ■ rpTTH~n- i i j i r rv) i i u i > t 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 

#124556; Octadecanoic acid” 


43 


7,3 


. I MM 

I I M Ivttttt 


129 


97 


j|j Irtp L I 157 I 


185 


284 


241 


213 

,, . 1 . . .. 


256 

T I i I III! 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


785796.D Wed Aug 31 12:58:28 2011 


Page 8 


Folk_OIG_PRR_039570 
























Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM6\05 02 ll\785796.D 



Operator 

LAG 



Date Acquired 

3 May 2011 18:39 



Sample Name 

HHHH 



Submitted by 

ASD 



Vial Number 

96 



AcquisitionMeth 

WSCRSEN.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C: \Database\PMW_T0X2 ,L 



PK# RT 

Library/ID 

CAS # 

Qual 


8 10.21 C:\Database\NIST08.L 

Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 99 
Morphinan-6-one, 4 , 5-epoxy-3,14-dih 000465-65-6 99 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 83 


Abundance Average of 10,167 to 10.327 min.: 785796.D\cfata.ms (-) 




785796.D Wed Aug 31 12:58:28 2011 Page 9 


FolkJ3IG__PRR 039571 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\SYSTEM6\05_02_11\785796.D 
LAG 

3 May 2011 18:39 


ASD 

96 

WSGREEN.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C: \Database\ PMW T0X2 , L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

9 

18.50 

C:\Database\NIST08.L 

6,14-Ethenomorphinan-7-methanol, 

6,14-Ethenomorphinan-7-methanol, 

6,14-Ethenomorphinan-7-methanol, 

17 052485-79-7 99 
17 052485-79-7 99 
17 052485-79-7 95 

Abundance 

| $ 

\ 

Average of 18,320 to 18,634 min.: 78579S.D\cfata.ms {-) 

378 


80 

60 

40 

20 


84 


m/z-> 


4 


4Jl 


115 


161181 2 1 6 237256 ?fi0 

• 1 L 


ftttvfm n-j f i n i .. i r ; i m |n i qnn if n ,r | m|n ri|ii ni rmj 

40 60 80 100120140160180200220240260280300320340360380400420440460480500520 


352 


410 


434 


467 

■ 


54C 

rrp 


Abundance#209835: ^H-EthenomorpbinamT-methanoJ. 17-(cyc[opropylmethyl)*.alpha.-(1,1''Climelhyfethyl)'4 1 5-epoxy- 



785796,D 


Wed Aug 31 12:58:28 2011 


Page 10 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\SYSTEM6\05_02_11\785797.D 

LAG 

3 May 2011 19:14 

BLANK 
ASD 
2 

WSGREEN.M 
RTE 


Abundance 


TIC: 785797.D\data,ms 



0 [ i ' r -1 k " i j t i i i j t ~~i i i | r i i i |~ [ t r i i r i i t j : ? r i | f j "" t t 1 • ?' t | i » i f j t- i ■ i [ i i s * | i i 

Time~> 2.00 4.00 6.00 8.00 10.00 12.00 14.00 16.00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


785797.D Wed Aug 31 12:58:32 2011 Page 1 


Folk OIG PRR 039573 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM6\05_02_ll\785668.D 

LAG 

4 May 2011 00:56 

BLANK 

2 

WSGREEN. M 
RTE 


Abundance TfC: 785668.D\dafa.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS** * 


785668,D 


Wed Aug 31 12:58:43 2011 


Page 1 


Folk OIG PRR 039574 









Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe t h: 
integrator : 


Data File: 

P:\SYSTEM6\05_02_11\785669.D 

LAG 

4 May 2011 1:30 

BUPRENORPHINE STD 

93 

WSCREEN.M 

RTE 


Abundance TIC: 785669.D\dafa.ms 



Ret. Time 

Area 

Area % 

Ratio % 

18.551 

5929503 

100.00 

100.00 


785669,D 


Wed Aug 31 12:58:45 2011 


Page 1 


Folk OIG PRR 039575 









Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\SYSTEM6\05 02 ll\785669.D 


Operator 

LAG 


Date Acquired 

4 May 2011 1:30 


Sample Name 
Submitted by 

BUPRENORPHINE STD 


Vial Number 

93 


AcquisitionMeth 

WSCREEN,M 


Integrator 

RTE 


Search Libraries; C: \Database\SLI*L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PKft RT 

Library/ID 

CAS# Qual 


18,55 C:\Database\NIST08.L 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 99 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 99 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 99 





40 60 80 100120140160180200220240260280300320340360380400420440460480500520 


785669.D 


Wed Aug 31 12:58:46 2011 


Page 2 










Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\3YSTEM6\05_02_11\785670.D 

LAG 

4 May 2011 2;04 

BLANK 

2 

WSCREEN,M 
RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


785670,D 


Wed Aug 31 12:58:48 2011 


Page 1 


Folk OIG PRR 039577 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

P:\SYSTEM6\05_18_11\7S8855.D 
LAG 

19 May 2011 1:27 

BLANK 

2 

DRUGS. M 
RTE 


Abundance ... TIC: 788855.D\data.ms 



Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


788855 »D Wed Aug 31 12:59:19 2011 Page 1 


Folk OIG PRR 039578 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F : \SYSTEM6 \ 05_18__11\ 78 8856 , D 
LAG 

19 May 2011 1:40 

METHYLPHENIDATE STD 


Vial Number 

AcquisitionMeth 

integrator 


56 

DRUGS . M 
RTE 


Abundance 


1000000 


89 


TIC: 788856,D\data ms 


600000 


Tfme~> 




j V -T- TTT j j r i Ti j I t I I f T ] I I pT- r- r ~ r-p i i ; f i i i i f t » » » pTTTjrr r i ,-- r - I - r -,- T - ! — 

2.00 2.50 3.00 3.60 4.00 4.60 5.00 5.60 6.00 6.50 7.00 7.50 


8.00 


i i i.. v . r - r - r ^- 1 - T . j t | i [ t t 

8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3,189 

1238414 

100.00 

100.00 


788856.D Wed Aug 31 12:59:22 2011 Page 1 


Folk_OIG_PRR_039579 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM6\05_18_ll\788856.D 

Operator : LAG 

Date Acquired ; 19 May 2011 1:40 

Sample Name : methylphenidate STD 

Submitted by : 

Vial Number : 56 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlSTG8.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.19 C:\Database\SLl.L 

METHYLPHENIDATE 000113-45-1 91 

METHYLPHENIDATE 000113-45-1 91 


Abundance Average of 3,154 to 3.272 min,: 788856.D\data.ms (-) 



788856.D Wed Aug 31 12:59:22 2011 Page 2 


Folk OIG PRR 039580 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\SYSTEM6\05_18_11\788857.D 

LAG 

19 May 2011 1:54 

BLANK 


Vial Number 
AcquisitionMeth 
Integrator 


2 

DRUGS . M 
RTE 


Abundance TfC: 788857.D\data*ms 



Ret. Time 


Area Area % Ratio % 


***NC INTEGRATED PEAKS*** 


788857, D Wed Aug 31 12:59:25 2011 


Page 1 


Folk OIG PRR 039581 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\05_18_ll\788858.D 
LAG 

19 May 2011 2:06 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance TIC: 788858.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


788858,D 


Wed Aug 31 12:59:31 2011 


Page 1 


Folk_OIG_PRR 039582 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM6\05__18__ll\788859.D 

Operator : LAG 

Date Acquired : 19 May 201 1 2:20 

Sample Name : 

Submitted by : ASD 

Vial Number : 59 

AcquisitionMeth: DRUGS,M 
Integrator ; RTE 


Abu flto 

80000 

60000 

40000 

20000 


TfC; 788859,DVdafa.ms 


Time--> 



2, 00 2,50 3.00 3.50 4,0 0 4,50 5.00 .5 .50 6 .00 6,5 0 7,00 7.50 8.00 8.SQ 9.00 9,50 


Ret, Time 

Area 

Area % 

Ratio % 

3,189 

100588 

100.00 

100,00 


788859,D Wed Aug 31 12:59:34 2011 Page 1 


Folk OIG PRR 039583 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\05 

LAG 

19 May 2011 


ASD 
59 

DRUGS.M 
RTF 


18 ll\788859 . D 


2:20 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NI8T08.L Minimum Quality: 80 

C:\Database\PMW_TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


1 3.19 C:\Database\SLI.L 

METHYLPHENIDATE 
METHYLPHENIDATE 


000113-45-1 80 

000113-45-1 78 


Abundance 


80 


60 


40 


* 


Average of 3.142 to 3.231 min.: 788859.D\dafa.m$ (-] 


m-Tj < I I I"]' rrt-q-n-r i | m ('I I in i [ 11 n f i I rq i i 1 i I 1 I I I I > 1 I I | I I I I j M M I II m I i i n I II n I II i t f i 

m/z«> > 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 


m/z-> 





150 


172 196 221 


281 


421: 


#3: METHYLPHENIDATE 


118 


134 150 172 198 


231 
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788859.D Wed Aug 31 12:59:34 2011 
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Folk OIG PRR 039584 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \SYSTEM6\05__lS__ll\78 886 0 . D 
LAG 

19 May 2011 2:33 

BLANK 

2 

DRUGS, M 
RTF 


Abundance TIC: 788860,D\data.ms 



Ret * Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


788860.D Wed Aug 31 12:59:37 2011 Page 1 


Folk_OIG_PRR_039585 








Area Percent / Library Search Report 


Information from Data File j 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\05_18_11\788861.D 

LAG 

19 May 2011 2:46 

BLANK 


DRUGS.M 
RTE 




Tim0~> 


0 


2.00 2,5 0 3.0 0 3.50 4,00 4.50 5,00 5.50 6.00 6.50 


"H" 7 " 1 "'"’"! .n-FTjn-rrrrTTTj-m M 1 1 

7.00 7.50 8.0 0 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* ** 



788861.D Wed Aug 31 12:59:44 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth r 
Integrator 


Data File: 

F : \SYSTEMS \ 05__18_ll \ 788 862 , D 
LAG 

19 May 2011 2:59 

METHYLPHENIDATE STD 

56 

DRUGS , M 
RTE 


Abundance 


3. 


89 


TIC: 78886ZD\daia.m$ 


1000000 

800000 

600000 

400000 

200000 

0 I '\ i i » I f n'l i 1 i "nT yr - r - r — ; — j " r - | 3 V j-'7nr-T"r-r-i" ^ i i f i i 1 r j 1 i r i i- jt i-rr y-r r n yrrt- i [ i ; rr - ]- 1 , r rj T "n-TT7- r 

Time->.2,00 2.50 3. 00 3.50 4.00 4.50 5,00 5,50 _6.00 8.50 7.00 7.50 8.00 8.50 9.00 9,50 




Ret. Time 

Area 

Area % 

Ratio % 

3.189 

1066581 

100.00 

100.00 


788862.D 


Wed Aug 31 12:59:46 2011 


Page 1 


Folk OIG PRR 039587 









Area Percent / Library Search Report 


Information from Data File; 



File Name 

F:\SYSTEM6\05 18 ll\788862.D 



Operator 

LAG 



Date Acquired 

19 May 2011 2:59 



Sample Name 

METHYLPHENIDATE STD 



Submitted by 




Vial Number 

56 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLl.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASH 

Qual 


3.19 C:\Database\SLl.L 
METHYLPHENIDATE 
METHYLPHENIDATE 


000113-45-1 91 

000113-45-1 90 


Abundance 


80 


60 


40 


20 


m/z--> 


84 


56 


30 41 

Ltl , 


"TT 

40 


68 


60 


Average of 3.153 to 3.319 min.; 788862.D\data.ms (-) 


,115 


1 P 3 !?° 144155 174 188200 216 230 


260 


327 
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80 100 120 140 160 180 200 220 240 260 280 300 320 


Abundance 


80 


60 


40 


20 


41 




~ r ~r r 

40 


84 


56 


JL 


r 

60 


#3: METHYLPHENIDATE 


103 I] 8 130 150161172 


198 


231 
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80 100 120 140 160 180 200 220 240 260 280 300 320 
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Folk OIG PRR 039588 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM6\0S__1S_11\7BBSG3 .D 
LAG 

19 May 2011 3 : 12 

BLANK 

2 

DRUGS , M 
RTE 


Abundance TIC: 788863,D\daia.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


788863.D Wed Aug 31 12:59:49 2011 


Page 1 


Folk OIG PRR 039589 












